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1. The premises of the ‘“itropa Company in Faltensee (0 53/2 65), forrerly used 
by an air force deoct, was occupied by the Deutsche Yandelsnentrale Krafte 
fahrgeuge (Motor Vehicle Section of the Jerman Trade Central) on 1 foril 1952, 
The ontire equipment of the denot was transferred to the forzer artillery 
aquiprient park in Doeberitz where one air force cepot was already located, 


fince 1 April 1952, the auditor in nis eqnuiprent park has been Senior Lieute- 

tant “Narushni (fnus who previously was deputy auditor in the depot on the 
‘tropa premises, Lieutenant Khoniale cov (fhu), oreviously an auditor in the 

artillery equipment pari, was transferred to an uncetermined costination. 


2. 


3. Source entered the artillery; equipment park: on 8 April 1952 but could not 
determine waether the air force cepot, which was first located there, was ty ss. 
ferred, * 


25X1 cc The present occupation of Roeberita artillery equipment park is: 
ot lnown. 25X11 
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